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done. These Normans also built stronger
and more comfortable houses to live in
than the English.

6.  They wore better clothes and were
much more polite, and quicker at learn-
ing than  the   English.    Many  of  the
English looked up to them as very grand
folk ;   but  most  of the  people wished
they  had  never  come,  and  that  they
had a king' like Alfred who  loved  his
own people.

7.  King Edward had no son to become
king when he died.    Without asking his
people whom they would like for their
next king, he promised his friend William,
the Duke of Normandy, that he should
be the next king.

8.  But when Edward died the people
chose Harold, a very brave prince, to be
their king.

9.  As soon as William, the Norman
prince, heard what the people had done,
he was very angry, and said he would
come with an army, drive King Harold